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SUBJ: IAEA TRAINING COURSE ON NUCLEAR POWER PROJECT PLANNING, 
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ALSO FOR NRC 

REF: IAEA VIENNA 4391 

1. IN ADDITION TO EXPERTS REQUESTED REFTEL TO LECTURE AT 
SUBJECT COURSE, AGENCY REQUESTS U.S. EXPERT AT AGENCY 
EXPENSE FOR PERIOD OCTOBER 20-21, 1975 TO LECTURE AND GUIDE 
DISCUSSIONS ON "EXPORT AND IMPORT PROVISIONS FOR NUCLEAR 
MATERIALS AND POWER PLANTS, FROM LEGAL POINT OF VIEW". 

2. AS IN PREVIOUS CASES, AGENCY ALSO SUGGESTS U.S. 

NOMINATE POSSIBLE SUBSTITUE. 

3. COPY OF AGENCY LETTER AND INSTRUCTIONS FOR LECUTURES 
POUCHED AMMONS/ERDA. 
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